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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 067367 

65-60 

ORIGIN H-03 

INFO OCT-01 AID-01 SS-07 NEA-06 NSC-06 ISO-OO 10-02 EA-02 

EUR-02 FSE-00 SSO-OO NSCE-00 /030 R 

DRAFTED BY H:LKSNELL 
APPROVED BY H:EUGENE L. KRIZEK 
IO/UNP - MR. KIMBALL (INFO) 

E A/INS - MR. GILL (INFO) 

NEA/IAI - MR. STERNBERG (INFO) 

NEA/IRN - MR. BEALES (INFO) 

EUR/IB - MR. DURKEE (INFO ) 

BF/FS - MR. GERMAN (INFO) 

096217 

O P 252128Z MAR 75 
FM SECSTATE WASHDC 

TO AMEMBASSY KUALA LUMPUR IMMEDIATE 
AMEMBASSY SINGAPORE IMMEDIATE 
AMEMBASSY COLOMBO IMMEDIATE 
AMEMBASSY TEHRAN IMMEDIATE 
AMEMBASSY TEL AVIV IMMEDIATE 
AMCONSUL JERUSALEM IMMEDIATE 
AMCONSUL BARCELONA IMMEDIATE 
INFO AMEMBASSY MADRID PRIORITY 

UNCLAS STATE 067367 

CODEL IPU 

E.O. 11652: N/A 
TAGS: OREP (CODEL IPU) 

SUBJECT: CODEL IPU 

REF: A) COLOMBO 0893; B) STATE 064904 C) STATE 062949 
D) STATE 064905 E) TEHRAN 2634 

1. FINAL HOTEL REQUIREMENTS 15 DOUBLES (INCLUSIVE OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 067367 

CONTROL ROOM OR SUITE) AND SEVEN SINGLES EXCEPT SINGAPORE 
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AND TEHRAN. 

2. TEHRAN REQUESTED MAKE OPTIONAL CHANGES IN REFS C,D & E. 

NO CHANGE AT SINGAPORE 

3. FINAL DELEGATION AND RANK ORDER PRECEDENCE CONTAINED 
REF B WITH FOLLOWING EXCEPTIONS. REP. JAMES JONES HAS 
CANCELLED. MRS. DERWINSKI HAS CANCELLED, BUT REP. 

DERWINSKI WILL BE ACCOMPANED BY DAUGHTER, MAUREEN DERWINSKI 
AGE 13. 

4. FOR COLOMBO: CODEL NOW LEAVES SINGAPORE 1800 ARRIVING 
COLOMBO 2015. SUITE ACCEPTABLE COLOMBO. RE PARA 7 REF A 
MILITARY ESCORTS NOT REPEAT NOT AUTHORIZED USE OF 19FT510 
FUNDS. 

5. ADDITIONAL AUTHORIZATIONS: (RE PARA 2 STATE 063688) 

REP. EDWARD J. DERWINSKI, HOUSE FOREIGN AFFAIRS 
COMMITTEE; 

REP. J. HERBERT BURKE, HOUSE FOREIGN AFFAIRS COMMITTEE; 

REP. BOB CASEY, HOUSE COMMITTEE ON APPROPRIATIONS; 

REP. CLAUDE PEPPER. HOUSE COMMITTEE ON RULES; 

REP. ROBERT MCCLORY, HOUSE COMMITTEE ON THE JUDICIARY; 

SENATOR THOMAS MCINTYRE, SENATE COMMITTEE ON ARMED 
SERVICES; 

SENATOR ROBERT T. STAFFORD, SENATE COMMITTEE ON LABOR 
AND PUBLIC WELFARE; 

REP. JOHN JARMAN, HOUSE COMMITTEE ON SCIENCE AND 
TECHNOLOGY. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE067367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LKSNELL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 04-0461 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975031 7/aaaaaoth. tel 

Line Count: 91 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN H 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 COLOMBO 0893, 75 STATE 064904, 75 STATE 062949 

Review Action: RELEASED, APPROVED 

Review Authority: hartledg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 19 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 JUN 2003 by maginmm>; APPROVED <01 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: CODEL IPU 

TAGS: OVIP, IPU 

To: KUALA LUMPUR MULTIPLE 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



